Mr. A. Holtzman 


June 8, 1978 


R. B. Seligman 

Publication on 210 Po In Cigarette Smoke 


This is to follow up on my discussion with 
you concerning the subject publication. 

To briefly restate my position, I believe we 
should publish the article to set the records straight 
concerning 2l0 Po levels in smoke. As you will note > 
from the introduction page of the report, there are 
many references to the presence of 2l0 Po, both in ' ? 
tobacco and tobacco smoke. Thus, we would be publishing 
information that is already in the literature; however, 
we would be correcting the spurious quantitative data 
published by Martell. As you recall, many of his 
statements have received considerable notoriety from 
the press and have even been mentioned in Congressional 
investigations. It is my understanding Congressional 
pressure had been placed on Gio Gori to do experiments 
in this area because of Martell's erroneous data. 

As you will note from the attached, the 
manuscript has been completed:but the Manuscript Review 
Board has not appraised the document from a technical 
standpoint. It was deemed more practical to obtain 
legal clearance for the document before spending a great 
deal of time in critiquing its contents. 

To reiterate, I feel strongly that the 
information should be placed in the literature even 
if the attached manuscript requires considerable revision 
to make it legally acceptable. I would appreciate your 
commenting on this at a fairly early date. 


RBS/sgr 
Attachment (1) 

cc: Mr. F. E. Resnik (with attachment) 

Dr. T. S. Osdene (without attachment 

P.S. I contacted Dr. Wynder today inquiring about his 
opinion of the 210 Po question. He does not think it is 
a major factor in the smoking/health controversy. 


Source: https://www.industrydocuments.ucsf.edu/docs/pswjOOOO 






